Declassified in Part - Sanitized Copy Approved for Release 2012/04/05 : CIA-RDP80B01083A0001 001 90038-4 



S E 


E T 


ER-10-569U 

GCC 

M“8 

23 July 1958 


MINUTES OF THE CRITICAL COMMUNICATIONS COMMITTEE 
MEETING - 21 July 1958 
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lo The Committee approved an interim report informin g the IAC 

of the initiation of the CRITIC system and requesting that 

and be added to the list of CRITIC addressees© 


25X1 


3o The Committee approved a draft report by the Chairman to 
the Secretary of the IAC in connection with the annual report to the 
National Security Council on the status of the foreign intelligence 
program,, 

iu The Committee noted a memorandum from which 

reported that the NSA secure telephone system connecting various 
members of the intelligence community had been put into operation on 
a full time basis© 

5o The Committee discussed the draft NSCID #7 and agreed to 
suggest that the last two sentences of paragraph //I be deleted,, 

6 0 It was agreed that the next meeting of the Committee would 
be held at 1330 hours on 31 July 1958, Room 21ii Administration Building,, 
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IT. A. TIDWELL 
Chairman, CCC 
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